Notice No.1 


Rules and Regulations for the 
Classification of Special Service Craft 
July 2019 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 
Notices. Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: November 2019 


Amendments to Effective date IACSIMO implementation 
(if applicable) 


Part 1, Chapter 2, Section 3 1 January 2020 


Part 1, Chapter 3, Section 2 1 January 2020 


|> Lloyd's 


Register 


Part 1, Chapter 2 
Classification Regulations 


x Section 3 
Character of classification and class notations 


3.9 Class notations (machinery) 


3.9.6 The following class notations are associated with hybrid electrical power systems and may be assigned as considered 
appropriate by the Classification Committee: 


Hybrid Power Assigned to ships with an electrical power system utilising a combination of two or more different types of power 
source or utilising stored electrical energy to satisfy the ship’s main power demand. The system and its component parts are in 
accordance with the existing applicable requirements of the Rules and the requirements of Pt 16, Ch 2, 23 Hybrid electrical power 
systems. 


Hybrid Power (+) Assigned to ships meeting the requirements for Hybrid Power and the additional optional requirements for 
Hybrid Power (+) specified within Pt 16, Ch 2, 23 Hybrid electrical power systems. The additional optional requirements aim to 
provide for enhanced performance of the electrical power system achieved through the consideration of system simulation, system 
integration and the dependability of the hybrid electrical power system s during normal or reasonably foreseeable abnormal 
Operation. 


3.12 Descriptive notes 
ships- 


Hybrid to-ships—with_a_hybrid 


Part 1, Chapter 3 
Periodical Survey Regulations for Service Craft 


= Section 2 
Annual Surveys - Hull and machinery requirements 


2.2 Annual Surveys 


2.2.14 Where lithium battery system installations are used as a power source for essential or emergency systems, testing is to be 
conducted in accordance with the trials requirements in Pt 16, Ch 2, 21 Testing and trials, Table 2.21.3 Test requirements on 
lithium battery systems. Additionally the following aspects of the battery space are to be inspected, as applicable to the installation: 
(a) structural fire protection; 

(b) fixed fire detection; 

(c) HVAC, ventilation, cooling, smoke extraction, fire damper systems; 

(d) fixed and portable extinguishing; and 

(e) escape and EEBD (emergency escape breathing device). 


Existing paragraphs 2.2.14 to 2.2.18 have been renumbered 2.2.15 to 2.2.19. 
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